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Last night’s sleep-disturbance tests delayed ay reading today's Post until afternoon. 
When -il reads it and clips what I oarked for you I’ll enclose^ita^Those stories.If you 
are getting the Times you oay get a fuller account bf the bombing of the Israeli embassy 
xa Argentina. I tldnk the real reason for that atrocity Has to further reduce the possible 
ties of any Middle Bast peace. 

Whatever Israel may decide to do or Wot to do it provides a perfect justification for 
Israel to say that for it to have real peace it needs more than a piece of paper signed by 
those who, whether or not they mean it or are dependable, cannot assure peace and by their 
support of those determined that there be no peace, cannot be expected to make any real 
effort to control those determined to wipe Israel out. 

Most of the victims were not Israelis in any event. 

■ L hi3 atrocity also supports the Iraeli argument that aside from other reasons for 
Israel to want Judea and Samaria, the real homeland of Jews, to be part of their state, 
that land is as they've argued, vital to the defense of the state. 

While I do not assume that this will happen, I do believe that the terrorists hope 
for it or something like it as a result of this terrible thing they've done. 

Another story reflects the success of the effort to begin to eliminate the domina- 
tion of Israeli politics by the very small extremist supdr-religious patties, a good 
thing, I think. 

I'd wondered why the sleep test does not begin until 9:30 p.m. It is because that 
is a very small suite in the hospital. x t can accomodate only two such tests in 24 hours. 
When it can last until 6 p.m., as mine did not, it takes that much time to get the place 
read for the next tests. It made a day of close to 24 hours, more than 23 hours, for me. 

It actually takes an hour and h half to attach the 24 sets of wires that go into the 
gismo. While mine were being removed today I saw the monitor on the other person's test. 

It is like in appearance in the monitor about a dozen EKG's at one time, with what appears 
like sometliing I've never seen in response to what is monitored other than on the head. 

One on my right index finger glowed red all night but that was no# bother. I'll get the 
results when we see the neurologist next week. 

I was surprised that it interfered so little with my sleep. 

Best, 


